Work Order ID 61627 AAMC A N Page 1 


Monday, August 30, 2010 2:39:05 PM 


pea, Seer | sai UOA N seee store A 


Revision ID: 


Item Name: Strobe Power Supply Relocation | stop TATA AM 
Start Date: 8/30/2010 Start Qty: 2.00 tH Iil Cust Item ID: 
Required Date: 9/6/2010 Req'd Qty: 2.00 nA Customer: 
Reference: 
: FR Run Stare THAT 
Approvals: Process Plan: JZ Date: E Tooling: Date: 
Qc: Date: SPC (Y/N): Date: "PMT 
Sequence ID/ Operation Set Up/ Tool ID Tool# Plan Accept Reject Reject Insp. 
Work Center ID Description Run Hours Code Qty Qty Number Stamp 
Draw Nbr Revision Nbr 
D3246 Rev Al | 
100 0.00 4 g 
NAAI Nl Pee NE CONTROL Pfr ve v-4.02 
DC Memo 0.00 
Document Control Photocopy bluefile and create labels as per PPP DSI 9279-011 CHG001 


110 Pick Kit 0.00 
a F A E) 
Packaging f Memo 0.00 


` Packaging 


QC4- 100% Inspect kits for completeness 0.00 


120 
UC A A 
QC 


Quality Control 


2 sor, 


Memo 0.00 


Dart Aerospace Ltd r 
WORK ORDER CHANGES 
Approval 


PROCEDURE CHANGE Chief Eng / 


Approval 


Prod Mar QC Inspector 


Part No: PAR #: Fault Category: NCR: Yes No DQA: Date: 


Resolution: Disposition: QA: N/C Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


DATE sre E E of NC Corrective Action 2S g ETa Er B= 


E E A Initial Action Description Sign & ETa Cc Chief Er Qc B= 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries 


H:\¥FORMS\Quality Assurance\approved QA\NCRWO RevE 


5 oO 


™ 
f 


Work Order ID 61627 
Monday, August 30, 2010 2:39:05 PM 


Page 2 


ltem ID: DSI 9279-011 Son ANOANO OUN seee seere I N 
Revision ID: 
Item Name: Strobe Power Supply Relocation sop MUNDANE 
Start Date: 8/30/2010 Start Qty: 2.00 tA UAHA Cust Item ID: 
Required Date: 9/6/2010 Req'd Qty: 2.00 AAA | Customer: 
Reference: 
Run Start {HAMA NT 

Approvals: Process Plan: Date: Tooling: Date: 

Qc: Date: SPC (Y/N): Date: w 
Sequence ID/ Operation Set Up/ Tool ID Tool# Plan Accept Reject Reject Insp. 
Work Center ID Description Run Hours Code Qty Qty Number Stamp 
130 eon 20 0.00 
NA NAN es Reo A Ok lase b> = 
Packaging Memo 0.00 


Packaging Identify and pack for shipping as per PPP DSI 9279-011 


QC21- Final Inspection - Work Order Release 0.00 


INURL 
Qc 


Quality Control 


Memo 


0 log l-3- 


CHK1I0(¢qlo2a 


Dart Aerospace Ltd r 
WORK ORDER CHANGES 


Approval | Approval 


QC inspector 


PROCEDURE CHANGE Chief Eng / 


Part No: PAR #: Fault Category: NCR: Yes No DQA: Date: 


Resolution: Disposition: QA: N/C Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


Corrective Action Section B 


NOTE: Date & initial all entries 


H:\fFORMS\Quality Assurance\approved QA\NCRWO RevE 


t . > 


Picklist Print ee 
Monday, August 30, 2010 2:39:09 PM i 
MITA A Ill 

UMA A A A 


Work Order ID: 61627 
DSI 9279-011 


Parent Item Name: 


Parent Item: 


Strobe Power Supply Relocation Start Date: 8/30/2010 


Start Qty: 2.00 


Required Date: 9/6/2010 
Required Qty: 2.00 


Comments: IPP BO04.02.260Add D3121-141 to Step 30KJ/DSO 
Component Item ID/ Replacement Mfg/ Bin Primary Last Route Unit of Qtyon Qty per Kit Total Qty Date Status 
Item Name Item ID Purch Item Location Location Seq ID Measure Hand Qty Issued Issued 
ANDOUIDTO- NAS1149D0363) SAREE No 120 Each 6.0000 4 z fs ~ 
EPA MM 7/5/72 a 
Washer 
Gi Location Loc Qty Loc Code 
ST 6 J N 
107715 6 A 
D3246-041 No 120 Each 6.0000 l 2 © 
MOA UAD TA ONN DU TN A NN 
Mounting Bracket 
Location Loc Qty Loc Code 
ST047 6 
54982 1 ws lp 
60077 5 oT) 17 
$27039-1-07 Purchased 140 Each 219.0000 w~ 
MUNARA OO AON ON UUT OO UOO N TUOU T LE Z/a D 
Screw 
Location Loc Qty Loc Code 
ST291 219 
18106 219 1&0 fb 


Dart Aerospace Ltd 


WORK ORDER CHANGES 


Approval 
DATE | STEP PROCEDURE CHANGE By | Date | ay) Chief Eng / 


Part No: PAR #: Fault Category: NCR: Yes No DQA: Date: 


Resolution: | Disposition: QA: N/C Closed: l Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


Description of NC — elective Acton - -Secon B : Verification | Approval | Approval 
Section A Initial Action Description Sign & Section C Chief Eng | QC Inspector 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries 


H:\fFORMS\Quality Assurance\approved QA\NCRWO RevE 


